rj—i 


j  H  E  A  i.  r  H 

A  1 2  OCT  vi! 

t  23 


MILDENHALL  RURAL  DISTRICT  COUNCIL 


in  the 


Administrative  County  of  West  Suffolk 


ANNUAL  REPORT 
of  the 

MEDICAL  OFFICER  OF  HEALTH 


for 


19  6  0 


AM  UAL  REPORT. 

of  the 

Medical  Officer  of  Health  for  the  Rural  District  of  Mildenhall, 
in  the  County  of  West  Suffolk  for  the  year  ending  31st  December,  1 960* 


Public  Health  Department, 
Severals  House, 
Newmarket. 

_  .  _  _  .  September  1961. 

To  the  Chairman  and  Councillors 

of  the  Rural  District  Council  of  Mildenhall. 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  the  Annual  Report  for  the 
year  I960. 

I  wish  to  express  my  appreciation  of  the  help  afforded  me  in 
compiling  the  Report  by  the  Public  Health  Inspector,  the  Clerk  of  the 
Council  and  the  Engineer  and  Surveyor. 

My  thanks  are  also  offered  to  the  Chairman  and  all  members  of 
the  Public  Health  Committee  for  their  very  real  help  and  encouragement 
throughout  the  year. 

I  have  the  honour  to  be. 

Your  obedient  Servant, 

A.  FARNILL  MORGAN 
Medical  Officer  of  Health 

Public  Health  Officers  of  the  Authority  -  I960. 

(a)  Medical.  -  One  part-time  Medical  Officer  of  Health. 

AcFarnill  Morgan, M.B. ,B.S. ,L.R.C.P. ,L.R.C.S. ,D.P.H. 
(Durham) , Cert. Mental  Deficiency  and  Allied  Subjects 

(London) 

This  Officer  does  not  engage  in  private  practice  but 
holds  in  addition  the  following  appointments: - 

Medical  Officer  of  Health;  Newmarket  U.D.C. 

Clare  R.D.C. 

Haverhill  U.D.C. 

Assistant  County  Medical  Officer:  West  Suffolk  C.C. 
appointed  April  1960. 

(b)  Other.  -  E.  Banks,  Cert.S. I.B. ,M.A.P.H. I. , 

Cert.  Inspector  of  Meat  and  other  Foods.  Cert  R.S.I. 
Appointed  21st  April,  1947* 


Public  Health  Committee. 

Councillor  J. A. Bright,  Chairman. 

"  T.A.Hagger,  Vice-Chairman. 

J .  A .  D  o  w . 

”  RevoF.Eley. 

"  W.G. Halford. 

"  H. J.Kiddo 

"  B.A.M.Lingwood. 

"  W.J.Lock. 

"  S.Marston. 

”  R.Morley. 

"  W.H.Mo rley • 

*'  W.Taylor. 

”  R. Do Watts. 

"  J.O.Wiggin. 

Councillor  G.C.Willis,  Chairman  of  the  Council. 

*'  F.L. Bennett,  Vice-Chairman  of  the  Council. 

Mr.  F.  Dannatt,  Clerk  to  the  Council. 


0) 


■ 


SECTION  A 


Statistics  and  Social  Conditions  of  the  Area* 

1 .GENERAL  STATISTICS,  i960.  (R.G.s  estimate  of  population  23,420) 
p EXTRACTS  FROM  VITAL  STATISTICS  FOR  THE  YEAR. 


LIVE  BIRTHS.  Male  Female  Total 

Legitimate  ••  ••  ••  ••  239  210  449 

Illegitimate  ••  ••  ••  ••  1 1  8  19 

Totals  250  218  4 68 

Live  birth  rate  per  1,000  population  19*9 


Corrected  birth  rate  (Comparability  Factor  1.1 6)  23*1 
Live  birth  rate  per  1,000  pop. (Eng.&Wales)  17*1 
Illegitimate  live  births  per  cent  of  total  live  births  4*0 


STILL  BIRTHS. 

Legitimate 

Illegitimate 


Male 

2 


Female 

6 


Total 

8 


TOTAL  LIVE  AND  STILL  BIRTHS. 

Legitimate  ••  ••  •• 

Illegitimate  ••  ..  .. 


DEATHS. 

Death  rate  per  1,000  population 
Corrected  death  rate(Comp.Factor  1.31 
Death  rate  per  1,000  pop. (Eng. &  Wales 


Legitimate 

Illegitimate 


Totals 


INFANT  MORTALITY  RATE'. 


2 

— r 

8 

.  still  births 

16.8 

(Eng. 

.&  Wales) 

19.7 

Male 

Female 

Total 

241 

216 

U57 

11 

8 

19 

252 

224 

U76 

Male 

Female 

Total 

73 

73 

14& 

6.2 

8.1 

11.5 

;r  one  year  of 

age. 

Male 

Female 

Total 

5 

7 

12 

\  5 

7 

12 

:  births 

25.6 

,g.& 

i/alos) 

21 .7 

;.±ive  births 

26.7 

it 

Total  infant  deaths  per  1,000  total  live  births 
*»  "  "  »  "  "  " (Eng.c:  Wales) 

Legitimate  infant  deaths  per  1,000  legi 
Illegitimate  "  ”  "illegit 

NEO-NATAL  MORTALITY  RATE. 

Deaths  under  4  weeks  per  1,000  total  live  births 
EARLY  NEO-NATAL  MORTALITY  RATE. 

Deaths  under  1  week  per  1,000  total  live  births 
PERINATAL  MORTALITY  RATE. 

Stillbirths  and  deaths  under  1  week  combined  per 

1,000  total  live  and  stillbirths 

MATERNAL  MORTALITY. 

Number  of  deaths  (including  abortion) 

Death  rate  per  1,000  total  live  and  still  births 


23*5 

23.5 

39.9 


Nil 

Nil 


COMPARATIVE  VITAL  STATISTICS.  I960. 

Birth  Rate  (corrected)  23.1 

Death  Rate  (corrected)  8.1 

Infant  Mortality  Rate  25.6 

No  .of  Infant  Deaths  12*  . 
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The  following  table  gives  the  causes  and  the  number  of  deaths 
occurring  during  196O0 


1 . Tuberculosis,  respiratory 

2.  Tuberculosis,  other 
3, Syphilitic  disease 
4 -Diphtheria 

5. Whooping  Cough 
6#Meningococcal  infections 
7*Acute  Poliomyelitis 
8.Measles 

9, Other  infective  &  parasitic  diseases 

10.  Malignant  neoplasm,  stomach 

11.  Malignant  neoplasm,  lung,  bronchus 

12. Malignant  neoplasm,  breast 

13.  Malignant  neoplasm,  uterus 
14-Other  malignant  &  Lymphatic  neoplasms 
1 5. Leukaemia,  aleukaemia 

l6#Diabetes 

17-Vascular  lesions  of  the  nervous  system 

18. Coronary  disease,  angina 

19-Hypertension  with  heart  disease 

20. Other  heart  disease 

21  .Other  circulatory  disease 

22 .Influenza 

23.Pneumonia 

2i|.  Bronchitis 

25-Other  diseases  of  the  respiratory  system 

26. Ulcer  of  stomach  and  duodenum 

27-Gastritis,  enteritis,  diarrhoea 

28.Nephritis,  nephrosis 

29-Hyperplasia  of  prostate 

30.Pregnancy,  chidbirth,  abortion 

31  .Congenital  malformations 

32.0ther  defined  and  ill-defined  diseases 

33-Motor  vehicle  accidents 

3il.AH  other  accidents 

35. Suicide 

36. Homicide  and  operations  of  war 


i960. 

Males 

19!39- 

•Males 

1960. 

•Females 

1252* 

•Females* 

1 

— 

1 

1 

- 

1 

2 

2 

- 

4 

3 

3 

- 

- 

- 

2 

2 

— 

- 

1 

1 

6 

8 

6 

10 

1 

1 

- 

- 

— 

- 

2 

3 

10 

11 

5 

9 

12 

13 

6 

6 

- 

C- 

1 

- 

8 

19 

17 

8 

4 

5 

7 

6 

- 

3 

— 

3 

3 

1 

1 

3 

1 

8 

- 

1 

1 

1 

— 

1 

1 

2 

1 

1 

1 

2 

1 

- 

- 

— 

2 

1 

1 

10 

8 

13 

4 

4 

6 

1 

1 

2 

2 

5 

2 

2 

73 

101 

73 

63 
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SECTION  B. 

GENERAL  PROVISION  OF  HEALTH  SERVICES  IN  THE  AREA 


(a)  LABORATORY  FACILITIES.  The  Public  Health  Laboratory  Service. Tennis 
Court  Road  Cambridge,  under  the  direction  of  Dr*E.M. Fry, provides  an 
excellant  bacteriological  service  and  most  readily  discusses  and  advises 
on  any  epidemiological  or  similar  problem* 

Dr.S.Greenburgh, Public  Analyst ,Tenisom  Road, Cambridge, gives  a  similar, 
efficient, helpful  service  when  chemical  analysis  are  required. 

(b)  AMBULANCE  FACILITIES.  These  services  since  July  1953  have  been 
provided  directly  by  the  County  Council  under  the  direction  of  Dr* 

D.A. McCracken, the  County  Medical  Officer  of  Health* 

(c)  NURSING  IN  THE  HOME.  The  West  Suffolk  County  Council  District  Nurse- 
Midwives  carry  out  these  duties* 

(d)  CLINICS  AND  TREATMENT  CENTRES.  The  West  Suffolk  County  Council  hold 
Infant  Welfare  Clinics  at  the  following  centres  in  Mildenhall  District* 


Beck  Row 
Brandon • 
Lakenheath 
Mildenhall 


R.A.F.  Quarters. 

The  Church  Institute 
Peace  Memorial  Hall 
Bun  bury  Rooms* 


Every  Fortnight* 
2nd  &  4th  Tuesday 
4th  Thursday 
Every  Friday* 


Out-Patient  Clinics  are  held  at  Ne market  General  Hospital  os  Follows: - 


DAY. 

Clinic 

Consultant. 

Time*  Frequency* 

Mon 

Cardiology. 

Dr. Fleming 

10.00.  am.Third  mon. each. mth 

Ent* 

Mr* Williamson 

10.30  am. 

Gynaecological 

Mr. Lloyd. 

2*00  pm. Alternate  Mondays. 

Surgical  apli* 

Mr.Ockenden. 

11.00  am.  "  " 

Tues 

Audiometric* 

Miss  Collingwood. 

10.00  am. 

Orthapaedic. 

Mr. Jamieson. 

10.30  am. 

Plaster  Clinic. 

Mr, Jamieson. 

2.00  pm. 

Surgical. 

Mr.Tagart • 

9*15  am. 

Opthalmic, 

Miss  Perrers  Taylor  2.00  pm.4th.Tues. each  Mth 

res.for  sch.child. 

Orthoptist. 

Miss  Hynd. 

10.00  am. 

Orthoptist . 

Miss  Hynd. 

2.00  pm. 

Medical. 

Dr. Arden  Jones. 

2.00  pm. 

Ante-Natal. 

Mr.Heskoth 

10«00  am.Booking  clinic 

Ante-Natal. 

Dr. Peters 

2.00  pm.for  new  patients. 

Wed 

E.N.T. 

Mr.Williamson* 

10*30  am. 

Physical  medicine 

Dr. Fell. 

9.30  am. 

Paediatric 

Dr.Gairdner. 

9.30  am. first  &third  Wed.- 

Medical. 

Dr.Arden  Jones. 

2.00  pm. of  each  Mth. 

Medical. 

Dr. Mart in. 

2.00  pm. Alternate  Weds. 

Thurs • 

. Neurology. 

Dr.Yealand. 

10.00  am. 

Ante-Natal* 

Dr. Peters. 

10.00  am. 

Surgical. 

Mr.Williams. 

10.00  am. 

Dermatology. 

Dr. Rook. 

10.00  am.1 st.2nd&4th.Thur. 

Disease  of  Chest. 

Dr. Hay . 

2.00  pm. 

Phy  s i 0 1 he  r apy 

Except  4th  Thur. 

Clinic. 

Mr .Jamieson. 

2.00  pm. of  each  Month. 

Fri* 

Gynaecological. 

Mr.Hesketh* 

9. 30. am. 

Ophthalmic 

Miss  Perrers  Taylor. 2. 00  pm. 

Orthopaedic 

Mr.  Jamieson. 

2.00  pm. 

Surgical 

B/Ir.Tagart. 

9.15  am. 

Sat  • 

Orthopaedic 

Mr. Jamieson. 

10.1 5  am. 

Orthoptic. 

Miss  Hynd. 

10.00  am. 

(e)  HOSPITALS. 

Of  the  468  births  in  I960  to  Mildenhall  residents, 
68.  occured  at  the  Newmarket  General  Hospital* 

Of  the  146  deaths,  64  occured  outside  the  District* 
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Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Wellcome  Library 


https://archive.org/details/b29800134 


SECTION  F 


PREVALENCE  OF «  AND  CONTROL  OVER,  INFECTIOUS  AND  OTHER  DISEASES. 

The  following  table  shows  the  number  of  infectious  and  other 
diseases  during  the  year 


Males. 

Females. 

Scarlet  Fever  •• 

ft  » 

17 

13 

Whooping  Cough  .. 

•  ft 

21 

13 

Measles  •• 

•  O 

5 

5 

Pneumonia  •  » 

•  ft 

15 

7 

Puerperal  Pyrexia  • • 

ft  ft 

- 

4 

Dysentery  •• 

ft  0 

1 

— 

Acute  Encephalitis  .. 

•  t 

- 

1 

Erysipelas  . • 

•  ft 

— 

2 

Food  Poisoning  .. 

ft  ft 

1 

— 

60 

45 

Total : 

105. 

I960  was  a  year  in  which  no  exceptional  incidence  cf  infectious 
diseases  occurred  in  the  Mildenhall  Rural  District# 

TUBERCULOSIS 

New  cases  and  mortality 

New  cases.  I960.  1959.  1958.  1957*  1956.  1955.  1954.  1953. 

Pulmonary  7  4  396388 

Non-Pulmonary  -21  1  -  -  2  2 

Ages  of  cases  notified  in  I960.  : - 

Pulmonary  -  5  males  -  27?  38,  39?  53?  and  67  years. 

2  females  -  18  and  38  years. 

Mortality."  There  were  2  deaths  from  tuberculosis  during  i960. 

Tuberculosis  Register. 

Pulmonary  Non-Pulmonary  Total 
Male  Female  Male  Female  Male  Female 


1.  Cases  at  commencement  I960.  23 

2.  First  notified  in  i960.  5 

3.  Restored  to  Register  - 

4*  Added  by  transfers. 

5.  Cases  removed  from  Register.  7 

6.  Remaining  at  31  at  Dec. i960.  21 


16  1 

2 

3 

5 

16  1 


7  24  23 

5  2 

3 

1  7  6 

6  22  22 
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To  The  Chairman  and  Councillors 
of  the  Rural  District  of  Mildenhall. 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I  beg  to  submit  the  Annual  Report  dealing  with  the 
Sanitary  circumstances  of  the  District  for  the  year  I960. 

I  wish  to  express  my  appreciation  to  the  Cleric  of 
the  Council,  the  Engineer  and  Surveyor,  and,  members  of  their 
respective  staffs,  for  the  help  afforded  me  in  compiling 
the  report. 


Your  obedient  Servant, 


E.  BANKS. 


Public  Health  Inspector. 
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SECTION  C 


SANITARY  CIRCUMSTANCES  OF  THE  AREA. 

1,  (l)  WATER .  The  several  piped  water  sources  in  the  District  are 
enumerated  below  -sources  A,  B  and  C  are  Council  ovmed  as  at  the  end  of 
i960,  were  80  miles  of  water  mains.  The  villages  supplied  from  each 
source  and  the  number  of  houses  supplied  in  each  Parish  is  indicated  in 
the  table  on  page  (8) 


Source  "A”.  The  Eriswell  Bore  and  Reservoir  is  ov/ned  by  our  Council 
and  supplied  (in  addition  to  the  villages  indicated)  the 
R.A.F.  Station,  Lakenheath.  The  Eriswell  Reservoir  has  a 
storage  capacity  of  900,000  gallons-the  pumping  station  xs 
equipped  with  two  electric  pumps  -  one  of  20,000  and  the 
other  of  15,000  gallons  per  hour  capacity. 

Source  "B".  The  Brandon  wells  and  Reservoir  also  owned  by  the  Council 
supplies  also  houses  in  Wee  ting  in  the  area  of  Sweffham 
R.D.C.  Norfolk.  The  Branch  Reservoir  storage  is  100,000 
gallons-  there  are  submersible  electric  pumps  working  in 
the  bores  which  are  through  the  centre  of  the  dug  wells. 

Two  oil  engines  and  pumps  are  held  in  reserve  in  the  main 
pu  ping  station. 

Source  "C".  The  Moulton  Bore  and  Tower  also  owned  by  our  Council 
supplies  also  houses  in  Kennett  in  the  area  of  the 
Newmarket  R.D.C.  ,  Cambridgeshire.  The  Moulton  Water  Tower 
is  situated  at  Gaze ley  and  has  a  storage  capacity  of  50,000 
gallons  -  two  electric  pumps  (each  5,000  gallons  per  hour 
capacity)  at  Moulton  supply  the  tower  at  Gaze ley. 


Source  nD".  Water  from  the  Tuddenham  Aerodrome  is  purchased  in  bulk 
from  the  Air  Ministry. 

Source  "E”.  In  Dunstall  Green  Area  of  Dalham,  Mildenhall  R.D., (which 

ajoins  the  Clare  R.D.),  19  houses  are  supplied  through  our 
mains  by  water  purchased  in  bulk  at  the  boundary  from 
Clare  R.D.C. 


Source  "F".  The  Ely  R.D.C.  mains  serve  70  houses  in  our  District  at 
West  Row,  Beck  Row  and  Burnt  Fen. 

Source  "G".  The  Ely  U.D.C.  mains  supply  in  our  District  5  houses  at 
Lark  Grange,  West  Row  Fen. 

Source  UH”.  The  Newmarket  Waterworks  Company  Limited  of  Newmarket  U.D.C. 

supply  16  houses  in  our  Parish  of  Moulton  which  is  on  their 
periphery. 


Source  "P". 


Privately  owned  water  schemes  exist  in  the  villages 
indicated  in  the  table  on  page  (8) 


It  should  be  noted  that  consumers  taking  supplies  from  sources  MF",”G", 
"H" ,and  "P”  make  their  own  arrangements  with  the  suppliers  and  pay 
direct  for  water  consumed. 

The  average  daily  output  during  December  1960  (in  thousands  of  gallons) 
was  as  follows:- 


1960. 

1959. 

1958. 

1957. 

1956. 

1955. 

1954 

A. 

Eriswell  Bore. 

52  5X 

393 

380 

365 

357 

464 

192 

B. 

Brandon  Well. 

129 

103 

88 

87 

84 

88 

99 

C. 

Moulton  Bore. 

72 

43 

65 

78 

59 

63 

83 

x  This  figure  includes  279  (thousand)  supplied  to  the  Lakenheath 
Aerodrome. 

The  table  on  page  8  also  indicates  135  houses  supplied  for  the 
first  time  from  "A” ,  i,B,,and,,C”  which  are  operated  by  the  Council* 

It  will  be  seen  that  1. additional  house  has  been  supplied  from  Source 
"Dnin  which  case  the  water  is  purchased  in  bulk  by  the  Council  and 
distributed  to  the  customer* 
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CHEMICAL  ANALYSIS. The  following  are  copies  of  the  reports  on  samples  of 
water  taken  from  the  Eriswell, Bran  don, Moulton  and.  Tuddenham  Bores  made 
by  Dr.S>Greenburgh,The  Public  Analyst  in  May  I960* 

A.  B.  C.  D. 

Eriswell  Brandon  Brandon  Moulton  Tuddenham 


Bore. 

No  1  Bore. 

.No  2  Bore 

.Bore. 

Bore. 

Physical  Characters. 

Good 

Good 

Good 

Good 

Good 

Reaction 

pH  7*3. 

pH  7.3 

pH  7*3. 

pH  7.1 

pH  7.3 

The  sample  contained 

"parts  per  100.000 

Chloride* 

2.05. 

1.45. 

1  .8 

2.70 

2.2 

Ammonia 

(Free  and  Saline) 

absent 

absent 

0.0028 

0.0024 

absent 

Ammonia (Albuminoid) 

absent 

absent 

absent 

0.0004 

absent 

Oxygen  absorbed  in 

3  hrs.at  37oC. 

0.0231 

0.0247 

CM 

0~\ 

T“ 

o 

. 

o 

0.0346 

0.0241 

Nitrates ( expressed 
as  Nitrogen) 

0.40. 

0.50 

0.10 

0.65 

0.55 

Nitrates. 

absent 

absent 

absent 

absent 

absent 

Poisonous  Metals 

absent 

absent 

absent 

absent 

absent 

Total  Hardness 

17.4. 

15.4- 

14-7 

29.0 

22.7 

BACTERIOLOGICAL  EXAMINATION  * 

Coliform  organisms 
absent  in  lOOmls, 

a  b  s  on  t 

absent 

absent 

absent 

absent 

No.  of  microorganisms 
per  ml. developing  on  Nil 

Agar  at  37°0» 

Nil 

Nil 

Nil 

Nil 

No. of  microorganisms 
per  ml. developing  on 
Agar  at  21  °C. 

Nil 

Nil 

Nil 

Nil 

Nil 

I 

N  F  E  R  E  N 

C  E. 

The  results  obtained  on  analysis  of  these  samples  do  not  show 
any  evidences  of  pollution  with  harmful  organic  or  inorganic  matter. 

I  am  of  the  opinion  that  these  waters  are  fit  for  drinking 
purposes* 


(signed)  S.  GREENBURGH , 

Public  Analyst, 
Tenison  Road, 
Cambridge • 
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BACTERIOLOGY. Main  Supplies.*  84, Samples  were  taken  from  the  Councils 
mains  of  which  32, were  unsatisfactory:  15  ,of  these  unsatisfactory 
samples  were  from  main  Bores , (13 , from  Brandon  Old  Bore  and  2, from 
Moulton  Bore):After  extra  chlorination  and  other  treatment  further 
samples  taken  proved  to  be  satisfactory*  Of  the  remaining  17, 
unsatisfactory  samples,  14, were  from  various  sections  of  new  mains, 
which, after  further  treatment,  proved  to  be  satisfactory , and, 3  were 
from  private  dwellings, it  was  found  ■when  investigating  one  of  these 
samples  that  the  main  supply  passed  thraugh  a  water  softening  plant 
and, when  the  main  supply  was  disconnected  from  the  plant  the  check 
sample  proved  to  be  satisfactory,  check  samples  taken  from  the  other 
two  private  dwellings  also  proved  to  be  satisfactory* 

Private  Supplies*  8  samples  were  taken  from  private  supplies  of 
which  6, proved  to  be  unsatisfactory:  3, were  from  farm  premises,  one 
from  a  private  Bore  and  two  were  river  samples*  The  occupiers  of  the 
farm  premises  were  informed  to  boil  the  water  before  using  for 

drinking  purposes.  . 

With  regard  to  the  sample  obtained  from  the  private  Bore, 

the  dwelling  has  now  been  provided  with  a  mains  supply* 

The  two  samples  from  the  river  proved  to  be  contaminated 
to  such  an  extent  that  publication  was  made  in  the  local  press  that 
the  river  was  unsafe  for  bathing  purposes;  As  bathing  continues, 
particularly  in  hot  weather;  serious . consideration  should  be  given 
to  the  provision  of  a  swimming  bath  in  the  district* 


Extension  to  Water  Mains  etc^Stago  1  )The  contract  for  additional  water 
storage  at  Gaze ley  and  the  laying  of  a  6in  main  to  Kentford  was 
completed. (Stage  2)(Kentford  to  Herringswell  and  Red  Lodge; acceptance 
of  tender  agreed  by  the  Ministry  at  the  end  of  I960  work  will  commence 

early  in  1961*  , 

A  3in  main  extension  of  150  yards  was  made  at  Thetford  Road 


Brandon.  a  . 

A  3in  main  extension  of  150  yards  was  made  at  ohurch  Road 

West  Row  „  , 

A  3in  main  extension  of  150  yards  was  made  to  new  housing 

site  King  Street,  Mildenhall* 

A  3in  main  extension  of  approx.  150yards  made  oo  new  housing 

site  in  Queensway  Mildenhall.  . 

A  3in  main  extension  of  approx.  150  yards  to  new  housing  site 

in  Aspel  Lane  Beck  Row.  TT 

Main  extensions  at  Beck  Row;  Undley;  Undley  Common;  Heath 
Farm  Road, Red  Lodge;  and  Thetford  Road, Mildenhall , we re  completed 

during  1960.  . 

A  3in  main  extension  was  made  to  a  new  housing  site  j?ieid 

W  a  lk ,  M  i  lde  nh  all . 


The  estimated  quantities  of  water  supplied  in  bulk  to 
other  Authorities  was:- 


To  the  Swaffham  R.D,C.  in  respect  of  the  Parish  of  Wee ting-12 ,602 
gallons  per  day. 

To  the  Newmarket  R.D.C.  in  respect  of  the  Parish  of  Kennett-7 ,243 
gallons  per  day. 


The  amount  of  water  purchased  in  bulk  from  the  Glare  R.D.C.  for 
distribution  to  properties  in  the  Dunstall  Green  Area  was  1,59 
gallons  per  day. 


DRAINAGE  AND  SEWERAGE „  9 1  2,ho uses  , which  is  18%  of  the_Total  5,024^ 
inhabited  houses  in  the  District,  are  connected  to  modern  sewerage 
works .of  which  36  were  connected  during  1960.  There  are  of  course 
many  more  houses  in  the  District  each  with,  their  own  private, sep  ^ 
satisfactory  cesspool  drainage,  as  can  be  gauged  from  the  estima  t 
of  1,600  cesspools  in  the  area«Prom  this  it  follows  that  about  another 
30%  of  the  houses  in  the  District  ore  thus  drained  into  Cesspools. 
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Total  Houses 

connected 

to  Modern  Sewerage  Works  as  at  31 .12.60. 

The  Figures 

in  brackets  show 

the  changes 

made  during  1 960. 

Council  Private. 

Houses. 

Hutments. 

Total. 

Brandon. 

265 

51 7(8) 

2(-i; 

784-  Public  Scheme. 

Moulton. 

30 

- 

- 

30  Housing  Scheme. 

Lakenheath. 

- 

1 

17 

18  Housing  Scheme. 

Ex. Min. of  Agr. 

Higham. 

- 

8(2) 

- 

8  Privately  Owned. 

Santon  Downham. 

- 

51(5) 

- 

51  Privately  Owned. 

Cavenham. 

- 

21(8) 

- 

21  Privately  Owned. 

295 

598(23) 

1 9(— 1 ) 

(23  added  1  removed) 

Brandon  Sewerage .The  contract  for  the  sewer  extension  to  serve  the  area 
of  Mile  End  and  Town  Street  Road, continued  during  the  year  and  will  be 
finished  early  in  1961. 

Mildenhall  Sewerage . Contract  was  accepted  and  work  began  in  the  latter 
part  of  I960. 

Lakenheath  Sewerage. Scheme  has  been  submitted  to  the  Ministry, awaiting  a 
Local  inquiry  to  be  arranged. 

Gazeley  Sewerage. The  Scheme  is  in  process  of  completion  and  will  go  forward 
for  Ministry  approval  early  in  1961. 

Cesspool  Clearance. The  estimated  total  number  of  cesspools  in  the  area 
is  1,600. the  number  of  clearances  made  was  1,795  of  which  453  were  free 
clearances  under  the  Council’s  Scheme.  The  number  of  clearances  in  1959 
was  1 , 526. 

Although  the  Council’s  cesspool  emptier  has  been  fully  employed 
throughout  the  year  it  has  not  always  been  possible  to  give  prompt 
service  in  dealing  with  all  the  calls  made  for  its  use.  It  was  necessary 
to  hire  contractors  to  assist  on  121  days  in  I960. 

Rivers  and  Streams. The  condition  of  the  rivers  and  streams  call  for  no 
special  comment .Reports  on  samples  taken  from  the  effluent  discharged 
from  the  Brandon  Sewerage  Works  show  that  since  the  Sewer  extensions  in  the 
Mile  End  and  Town  Street  Road  area  have  been  completed, an  occasional 
sample  is  below  Royal  Commission  Standard.There  are  signs  that  as  more 
of  the  new  properties  are  connected, these  occasions  are  becoming  more 
frequent, and  the  Works  will  soon  require  modification  to  oope 
satisfactorily  with  the  increased  flow. 

Closet  Accommodation. Contractors  to  the  Council  carry  out  a  weekly 
clearance  of  pail  closets  in  defined  portions  of  the  Parishes  of 
Mildenhall  and  Lakenheath. 

Conversion  of  pail  closets  to  W.C.s  during  i960  numbers  27, carried 
out  with  the  aid  of  improvement  grants  as  part  of  individual  improvement 
schemes  of  existing  houses. 

Public  Conveniences.  The  free  washing  and  other  facilities  at  the  Public 
Conveniences  provided  at  Brandon  in  1940  and  at  Mildenhall  in  1951 t  are 
an  asset  to  the  District. Similar  facilities  are  requested  for  Lakenheath, 
but  these  await  a  suitable  site  and  sewerage  scheme. 

Public  Cleansing.  The  refuse  collection  system  is  continually  being 
extended  to  include  new  developments.  It  is  anticipated  that  the  Council 
will  soon  have  to  consider  providing  an  additional  vehicle  and  staff. 

Waste  Paper  -  122tons  -  an  increase  of  1 6tons  over  1959* 

Scrap  Iron  -  9tons;  Rags  -  3?tons;  Metals  -  3tons;  all  have  an 
increase  over  the  previous  year.  Total  value:  £651* 
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SANITARY  INSPECTION  OF  THE  AREA. 


Inspection  and  re-inspection  of  houses  under  the  Public  Health  and 


Housing  Act.  506. 

Tents , Vans , Sheds , etc, (including  Ex.W.D. and  R. A. F. Camps  taken 
over  by  the  Council.  ..  ..  ..  138, 

Factories  and  Workshops.  ..  ..  ..  45. 

Shops  and  Offices.  ..  ..  ..  72. 

School  Sanitation.  ..  ..  ..  Nil. 

Drains, etc.  ..  ..  ..  5. 

Public  Conveniences.  ..  ..  ..  10. 

Disinfections  and  disinfestations  ..  ..  2. 

Interviews  ..  ..  76. 

Nuisances  ..  ..  . .  24. 

Meat  Inspection  ..  ..  ..  385. 


76, Informal  Notices  were  served.  Complied  with  71.  10. outstanding 
from  1959. 

No  Statutory  Notices  were  served. 

Factories  Act.  1937.  Inspections  for  purposes  of  provision  as  to 
Health. 


Premises. 

Number 

on 

Number  of 

Register 

.Inspections 

Written 

Notices 

Occupiers 

Prosecuted 

(i)  Facories(no  power)in 

which  Sections ,1 ,2 ,3 ,4  &  6 

Nil 

are  to  be  enforced  by 

Local  Authority. 

(ii)  Factories (with  power )not 
included  in(i)in  which 

3 

2 

Nil 

Section  7  is  enforced  by 
the  Local  Authority. 

(iii)  O'ther  premises  in  which 
Section  7  is  enforced  by 

62 

24 

3 

Nil 

the  Local  Authority 
(excluding  out-workers' 
premises ). 

19 

19 

2 

Nil 

84 

45 

5 

Nil 

M/c 

Line 

No. 

No  .of 

cases  in  which  defects  were  found, 

Number  of 

Found. 

Remedied. 

Here  re 

To  H.M.  % 
Inspector, 

iur. 

By  H.M. 
Inspector. 

prosecutions 

instituted. 

Want  of 

Cle  online  ss . 

4 

5 

5 

Nil 

Nil 

Nil 

(iv)  SHOPS  ABD  OFFICES.  72, shops  and  offices  were  inspected  during 
the  year. 

(v)  CAMPING  SITES. There  are  54  approved  sites  for  caravans  on  which 
some  377  vehicles  are  located.  Ten  of  these  sites  contain  12  to  60 
caravans  which  are  mainly  occupied  by  U. S .A. personnel  and  are 
provided  with  main  services (electricity  and  water).  The  remaining 
sites  are  occupied  by  not  more  than  6  caravans  on  a  site. 

(vi)  CLEAN  AIR  ACT  1956.  No  smoke  nuisances  were  observed  during  the 
year, 

(vii)  ERADICATION  OF  BED  BUGS. No  cases  of  bed  bug  infestation  occurred 
in  the  District  during  1960. 
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(viii)  RAT  DESTRUCTION. One  Rodent  Operator ,Mr.G.Rudderham, is  employed 
by  the  Council.The  amount  of  work  accomplished  by  him  can  be  assessed 
from  the  copy  of  the  twelve  month  report  which  is  on  the  following 
page.  The  main  poisons  used  were  Warfarin  and  Zinc  Phosphide. 

Treatment  at  dwelling  houses  is  provided  without  charge , whilst  a 
charge  of  5/6d.per  hour  is  made  at  business  premises  and  7/6d.per  hour 
at  agricultural  premises , except  for  6  agricultural  premises  which  are 
contracted  for  by  the  Council  on  a  yearly  basis. 

(ix)  LICENCED  PREMISES  .With  a  very  few  isolated  exceptions  every 
licenced  house  is  now  provided  with  a  washing  sink  and  piped  water 
supply,  adjacent  to  the  public  rooms. In  some  cases  hot  water  is  also 
provided.  Most  of  the  houses  have  been  provided  with  "central  service" 
counter  which  has  the  advantage  of  making  the  cleansing  facilities 
readily  available  for  all  sections. 

(x)  THE  R A®. FLOCK  AND  OTHER  PILLING  MATERIALS  ACT. 1951.  there  are  no 
premises  in  the  district  which  require  registration  or  licensing  under 
the  above  Act.  The  premises  in  the  district  which  carry  out  upholstery 
work, carry  out  repair , re-making  and  reconditioning  of  articles  and  are, 
therefore ,excempt  from  registration  under  section  1  (2) (a)  of  the  Act. 

SECTION  D. 

l.(i)  (a)  Total  number  of  houses  inspected  for  defects  under 

Public  Health  and  Housing  Act.  368# 

(b)  Number  of  inspections  made  for  purpose.  392* 


(ii)  Number  of  houses (included  in  Sub-Head (1) above ) 

which  were  inspected  and  recorded  under  the  Housing 
(Consolidated  Regulations  ,1935.  JMil* 

(iii)  Number  of  houses  found  to  be  in  a  state  so  dangerous 

or  injurious  to  health  as  to  be  unfit  for  human 
habitation.  44. 

(iv)  Number  of  houses (exclusive  of  those  referred  to  under 

the  preceeding  sub -he ad) found  not  to  be  in  all  respects 
fit  for  human  habitation.  76# 

(v)  Number  of  houses  demolished  during  the  year  as  a 

result  of  D.emolition  Orders  9. 

(vi)  Number  of  houses  demolished  without  formal  action  2. 


2.  Remedy  of  Defects  during  the  year  without  service  of  Formal  Notice. 

Number  of  defective  dwelling  houses  rendered  fit  in  consequence  of 
informal  action  by  Local  Authority  or  their  Officers :- 


By  Owners  (Ten  from  previous  year)  71  • 

By  Local  Authority  Nil# 

Houses  completely  reconditioned  by  owners  as  shown  by  register 
of  plans. 

Houses  completely  reconditioned  and  improved  under  Housing 
(Improvement)  Act ,1949/59  as  shown  by  register  26. 

Houses  rendered  fit  by  owners  and  Demolition  Orders  annulled 
by  Council.  2. 


SECTION  47, NATIONAL  ASSISTANCE  ACT. From  time  to  time  during  the  year 
where  elderly  persons  have  been  thought  to  be  unable  to  devote  to 
themselves  sufficient  care  and  attention,  they  have  been  seen  by  the 
Welfare  Officer  on  the  County  Medical  Officer’s  Staff  who  try’s  to 
persuade  them  to  enter  hospital  of’Part  III"accommodation.Where  the 
person  is  unwilling,  the  cases  are  referred  to  me,  as  the  District 
Medical  Officer  can  take  action  under  Section  47, National  Assistance 
Act. All  cases  so  referred  during  1960  responded  to  further  persuasion 
by  the  Medical  Officer  and  the  Welfare  Officers  ,so  that  they  entered 
voluntarily  without  having  recourse  to  Magistrate  or  Court. 
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Report  of  Damage  by  Pests  Act,  1949. 

Report  for  12  months  ended  31st .December  1960. 

Name  of  Local  Authority  MILDENHALL  RURAL  DISTRICT  COUNCIL.  County  W. Suffolk. 


Type  of  Property. 


No  n-A  gricultural. 


i 

1 

1. 

Local 

Authority1 

2*  |  3.  I  4.  5. 

Dwelling  (All  Total  of  j Agricultural 

Houses  Other  Cols.(l)  ! 

(inc.Cncl  Premises  (2)&(3). 

Houses )  ; 

i#Number  of  properties 
in  Local  Authorities  12  4,911 

District (No tesl&2). 

296  5,219  i  673 

-  -  -  - .  . . .  ■  - - - — 

2.Number  of  properties  < 
inspected  as  a  result' 
of (a)No tification.  Nil 

(b) Survey  under  Act  121 

(c) Otherwise.  4 

86 

617 

31 

1 

11  |  97  7 

49  678  69 

28  i  63  Nil 

3,Total  inspections 
carried  out , including 
re-inspections . 

28 

922 

! 

I 

74  ‘  1,024  115 

4.Number  of  properties 
inspected  in  Sec. 2 
which  were  found  to 

.  « 

if’ 

:  i  !  :  • 

(  •  ! 

i  i  i 

(a) Rats. (Major. 

(Minor. 

(b) Mice. (Major. 

(Minor. 


8 

18 

Nil 

Nil 


Nil 

128 

Nil 

24 


2 

8 

Nil 

Nil 


10 

154 

Nil 

24 


4 
29 
Nil 
Nil 


5 •Number  of  infested 
Properties  (Sec. 4) 
Treated  by  the  L.A. 


12 


141 


10 


163 


33 


^•Total  treatments 
carried  out 
including 
re-treatments. 


31 


422 


26 


479 


44 


^•Number  of  notices 
served  under  Sec. 4 
of  the  Act; 

(a) Treatment. 

(b) structural  Work. 


Nil 

Nil 


Nil 

Nil 


Nil 
■  Nil 


Nil 

Nil 


Nil 

Nil 


^•Number  of  cases  in 
which  default  action 
was  taken  following 
the  issue  of  notice 
under  Sec  4  of  the 
Act. 


Nil 


Nil  i  Nil 


Nil 


Nil 


9*Legal  Proceedings 


Nil 


Nil 


Nil 


Nil 


Nil 


■4)  .Number  of  "Block" 
control  schemes 
carried  out. 


63 


Rote  l.With  the  exception  of  Agricultural  properties, a  property  means  one 

which  is  entered  seperately  in  the  Valuation  Roll  for  the  area. 

Note  2.(1)  Premises  used  by  the  L.A. for  the  purposes  of  trade  should  oe 
entered  in  Col. (3) 

(2)  Sewers  should  not  be  included.  #  w  +hp 

(3)  Combined  dwellings  and  business  premises ,where  < oc°^p3®d  J  in 

same  person, should  bo  regarded  as  business  premises  and  shouid  be  entered  in 
Co  1(3) .Where  the  dwelling  and  business  parts  of  the  premises  are  m  seperat 
occupation, seperate  entries  should  b^e^ade  in  Cols.  (2)  and  ^  . 


- 


.  xoj 


■ 


'.O'  .  ■o  .u  ... 

...  ■  , 

i  h  ,1  hi  }<Q  f 


•  • 


Time  and  Place  Notices  Served  (daring  I960) 


•  • 


44. 


Action:  Closing  Orders  »•  <>• 

Demolition  Orders  ••  •  • 

Conditional  Undertaking  accepted 
Purchased  by  Council  • .  . . 

Rendered  Fit  • .  . . 

Outstanding  at  end  of  year  •• 
Houses  erected  in  the  District  during  I960. 

New  Council  Houses  ••  .. 

Private  Houses  . .  . • 


•  • 
•  • 
•  • 
•  • 
•  • 
o  • 

•  • 
•  • 


•  • 
•  • 
•  • 
•  • 
•  • 
•  • 

•  • 
•  • 


•  • 

•  • 

1. 

•  • 

•  9 

20. 

•  • 

•  • 

16. 

•  • 

•  • 

Nil. 

•  • 

•  • 

2. 

•  • 

•  • 

5. 

•  • 

•  • 

25. 

•  • 

•  • 

107. 

The  progress  made  towards  providing  alternative  housing  accommodation 
for  those  living  in  hutments  can  be  indicated  thus:- 


Huts  occupied  at  end  of  year. 

195,6- 

1-95.6*., 

-1S5 h. 

1958. 

1959. 

19607“ 

Brandon 

64 

42 

11 

8 

3 

2 

Freckenham. 

5 

-5 

3 

2 

2 

Nil 

Mildenhall,High  Lodge. 

3 

Nil 

Nil 

Nil 

Nil 

Nil 

Tuddenham. 

1 

1 

Nil 

Nil 

Nil 

Nil 

73 

■it 

10 

5  . 

2 

PROVISION 

o 

Q 

o 

£ 

S3 

o 

H 

tr* 

HOUSES. 

Parish 

Total 

Total 

Pre-  War- 

Post 

Misci 

%of  Houses  in 

Houses 

Council 

War.  Time. 

War. 

Family 

the  Parish  which 

in 

Houses. 

Units. 

are  Council 

Parish. 

> 

Houses • 

Barton  Mills 

197 

...  50 

14 

— 

36 

- 

25^ 

Brandon 

1008 

277 

.  94 

— 

162 

21 

27% 

Cavenham 

39 

- 

— 

- 

Nil 

Dalham 

-  87 

— 

— 

— 

— 

- 

Nil 

Elveden 

134 

— 

— 

— 

— 

- 

Nil 

Eri swell 

104 

- 

— 

— 

- 

- 

Nil 

Freckenham 

201 

36 

6 

— 

26“ 

4  .  

189b 

Gazeley 

130 

34 

— 

— 

30(6) ; 

4  . . 

~2%% 

Herringswell 

59. 

8 

— 

2 

6 

14% 

Higham 

75 

— 

— 

— 

— 

— 

Nil 

Icklingham 

1  38 

51 

"IT 

— 

“767 

9 

22% 

Kent ford 

77 

12 

— 

— 

1 2 

— 

1  6% 

Lakenheath 

.  653 . 

146 

44 

2 

68 

32 

22% 

Mildenhall 

1598 

335 

80 

2 

235(19) 

18 

21% 

Moulton 

208 

33 

— 

30 

3 

16%  

San ton  Downham 

85 

— 

— 

— 

Nil 

Tuddenham 

111 

28 

“nr 

— 

14 

— 

25% 

Wangford 

11 

— 

— 

— 

— 

Nil 

Worlington 

117 

8 

- 

6 

1 

13% 

1005 

2  66 

6 

641(25) 

92 

18% 

The  figures  in  brackets  indicate  houses  built  during  I960* 
1 , Hutment  was  demolished  in  I960* 


Housing  Acts  1949/59*  Improvement  work  during  I960  was  completed  on  26 
houses  and  the  total  value  of  grant  paid  was  £5*308,  an  average  of  £204 
per  house  -  figures  in  1959  were  21  houses,  £4*113  total  grant,  £196 
(approximately) on  average. 


(15) 


«  • 


. 


SECTION  E. 

INSPECTION  AND  SUPERVISION  OF  POOD. 


(a)  MILK  SUPPLY.  The  duties  of  our  Authority  are  curtailed  to  the 

surveillance  of  milk  in  distribution  from  dairies  other  than  producer 
retail  dairies.  The  number  of  retailers  in  the  district  was  7« 

The  following  licences  were  issued  (supplementary  licences  are  issued 
to  those  whose  premises  are  not  in  our  district) 


Tuberculin  Tested. 
Dealer.  Supplementary. 

Pasturised. 

Dealer.  Supplementary. 

Wortley  ,High  St. .Lakenheath 

1 

i 

1  . 

- 1 

■Elmer  Bros.  , The  Paddocks, 
a  an  ton  Downham. 

* 

-  1 

1 

_  I 

! 

- -  -  ■  ■  -  — i 

nook. Broom  Road  .Lakenheath. 

1 

I 

1  .  . 

= - 

H  avho  e  ,w e  s  t  S  to  w . 

_ 

i  .  rj~ 

= 

I 

Lindsay  .Holmleigh  .Brandon. 

1 

r 

~  — i 

1 

Parker , Bridge  Farm  Dairies, 

Mildenhall. 

1 

_  i 

; 

i 

Seeley .Fen  Farm, Lakenheath. 

1 

1 

— 

6 

i 

~F~ 

No  complaints  were  detected  during  visits  to  the  dealers’  premises  in  1960. 
Series  of  samples , taken  during  the  summer  months, to  ascertain  the  keeping 
qualities  of  the  milk, all  proved  satisfactory. 


(b).  MEAT  AND  OTHER  POODS.  Regular  visits  of  inspections  are  paid  to  the 
two  slaughterhouses  in  the  area  and  all  meats  slaughtered  is  inspected. 
The  Council  also  acts  as  the  Authority  in  respect  of  inspection  of  pigs 
under  the  Ministry  of  Agriculture  and  Fisheries  Scheme  deficiency 
payments . 

Ice_Cream.  There  are  no  factories  in  the  area  and  all  ice-cream  is 
pre-packed  before  delivery  for  sale  to  the  60  retailers  on  the  Register 
in  the  District. 

Cafes  and  Canteens.  These  are  inspected  at  irregular  intervals  and 
employees  advised  on  matters  of  hygiene.  Canteens  at  industrial  premises 
are  also  inspected  for  action  ?;here  necessary. 

During  the  year  1960  the  undermentioned  food  was  condemned  as  unfit 
for  human  consumption- - 


Canned 

Milk. 

Nil 

Liver 

445 

lbs  • 

it 

Vegetables 

4 

Po  rk 

361 

lbs. 

it 

Fruit. 

1 

Mutton 

Nil 

it 

Me  at. 

35 

Beef 

9 

lbs . 

it 

Fish. 

Nil 

Fish 

Nil 

Number 

of  Licenced  Slaughterhouses 

•  •  •  • 

•  * 

2  , 

Number 

of  visits  to 

butchers  premises 

•  •  •  • 

•  • 

01, 

NEAT  CONDEMNED. 


- — ■ — — ■ — - n — —  1 

Tuberculosis  i!  .  Other  Diseases  .ptc. 

"D-i  n-o  i  :!  RnvinfiR.  Pics.  '  She 


Bovines. 

Pigs.  1 

. 

Sheep. • 

J 

Bovine s. 

! 

Pigs- 

.1 

Sheep. 

Nil 

4  Heads . 

4  tongues. 

1  hindleg. 

t 

- - 

Nil  j 

21  Livers.’ 

t 

I 

1 

i 

! 

3  carcase& 
all  organs. 

6  Plucks. 

34  Livers. 

2  Hindlegs. 

3  Kidneys. 

Nil 

1 

(16) 


« 


•  » 


' 


v.  . 


Carcases  and  Offal  inspected  and  condemned  in  whole  or  in  part® 


Cattle 

excluding 

Cows* 

Cows. 

Calves  0 

Sheep 

& 

Lambs „ 

Pigs. 

Horses® 

Number  Killed® 

283 

10 

Nil 

994 

1 1 51 

Nil 

Number  Inspected® 

283 

10 

Nil 

994 

1151 

Nil 

All  diseases  except 

Tuberculosis  and 

Cysticerci® 

Whole  carcases 
condemned. 

Nil 

Nil. 

Nil 

Nil 

3 

Nil 

Carcases  of  which 
some  part  or  organ 
was  condemned® 

21 

Nil 

Nil 

Nil 

42 

Nil 

Percentage  of  the 
number  inspected 
affected  with 
disease  other  than 
Tuberculosis  and 
Cysticercio 

7 

Nil 

Nil 

Nil 

4 

Nil 

Tuberculosis  Only® 

Whole  carcases 
condemned® 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Carcases  of  which 
some  part  or  organ 
was  condemned s 

Nil 

Nil 

Nil 

Nil 

5 

Nil 

Percentage  of  the 
number  inspected 
affected  with 
Tuberculosis. 

N3  1 

Nil 

Nil 

Nil 

0.5 

Nil 

C.ysticercosis, 

Carcases  of  which 
some  part  or  organ 
was  condemned,, 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Carcases  submitted 
to  treatment  by 
refrigeration. 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

Generalised  and 

totally 

condemned. 

Nil 

Nil 

Nil 

Nil 

Nil 

Nil 

It  is  worthy  of  note  that  during  the  year  I960: 
no  Tuberculosis  was  found  in  any  of  the  cattle  inspected  in  this 
District® 


(17) 


- 


__ 

wmi  I ,  ivT 


! 

itfpf. 


I’',:- 


■ 


' 


I 


I 

Type. 

Number. 

Inspections. 

— — - i 

!  Bakehouses. 

t  » 

7 

53 

- - -  T 

Butchers 

j  ' 

11 

{ 

_ _  — — u 

31 

i 

— - - - - - 1 

Cafes. 

! 

10  |  62  S 

.  _  _ L - - - 

j— - - - — - — " 

•  Dairies. 

-  ■  " — — " — - 

6 

24 

i 

* 

Fishmongers 
( m  P  +  a-  T)r>v) 

5 

33  1 

s  Greengrocers. 

6 

10 

1 

\ - ~ - - 

Provision  Dealers. 

i 

i 

to 

H1 

47 

l  ! 

Sweet  Shops. 

7 

9  i 

l 

- - - — 

Ice-Cream  Premises. 

•  ( 

i  60 

| 

40 

j 

i — — - — — — 

Preserved  Food  Premises 

14 

T 

6 

Other  Food  Premises. 
Public  Houses. 

64 

26 

i 

Hotels . 

8 

t 

1  4 

Canteens . 

! 

6 

1 

j  3 

3. 

4. 

5. 


6. 


Total  number  of  inspection^  348. 

Personal  Education  of  Pood  Hygine  given  to  most  of  the  Pood  Handlers. 


!S2,isra.,s.5°s-t;™“  .» 

buried. 


The  total  stock  of  Ice-Cream  in  a  ref rigerator ,«ae  condemned  due 
to  breakdown  of  electricity. 


7. 

8. 

9. 


No  Ice-Cream  manufacturers  in  the  district. 
All  retailers  sell  prepacked  ice-cream. 


Inspections  have  been  carried  out  in  order  to  bring  all  food 
premises  up  to  the  standard  require  • 


case  of  suspected  Pood  Poisoning  ™  ^pect™!6* 

*  persons  in  the  same  establishment.  Samples  of  fo 
id, faeces  taken  for  analysis, proved  to  be  negative. 


ADULTERATION  .ETC . 

CHEMICAL  &  BACTERIOLOGICAL 

NUTRITION. 

SHELL-FISH . 

WATER-CRESS . 


'I 

V1Y  AMINAT  ION.  ) 


5 


No  Change. 
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